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CARCINOMA 
See Cancer 
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dates of 1970 first-year student matriculation, 
512-OE 
educational standards, 499-OE 
information, 503-OE 
COLON 
anastomosis of the large bowel, [Snider], 898*: 
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thrombosis, common iliac thromboembo- 
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1170-R 


important 


DEBATE 
debate and dissent, 435-E 
DEFICIENCY DISEASES 
the plus and the minus, 434-E 
DEGREES 
a degree of difference (D.O.), 539-E 
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impairments, 226 (Apr.)-R 
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system, [Michael and Parsons], 1095* 

medical, investing today, [Zirkle], 603* 

medical, professional corporations, [Zirkle], 
185* 

medical, real 
667* 

medical, the enemy is us, 4-E 
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EDITORIALS 
a change of command, 1194 
a degree of difference, 539 
a friend and leader, 3 
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a matter of dollars and sense, 627 
a problem of the heart, 1086 
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AOA in New York, 4, 213 
AOA innovation, 629 
an old voice—a new speech, 319 
Angus G. Cathie, D.O., FAAO, 1902-1970, 996 
debate and dissent, 435 
doctor, you’re losing your patient, 736 
important policy statement, 628 
ma'practice maelstrom, 733 
medical internships and residencies, 432 
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1970 National Health Forum, 734 
not an impossible dream, 216 
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proof positive, 541 
Rockefeller and Riland addresses, 213 
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the case of the reluctant nurses, 859 
the control of medicine, 857 
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1084 
the song of the Lorelei, 317 
time is growing short, 113 
True B. Eve'eth, D.O., 1904-1969, 539 
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cational Service), 629-E 
continuing, an evaluation of a physician's 
view of continuing education programs, 
[Kabara], 441* 
continuing, time is growing short (continu- 
ing education for physicians), 113-E 
medical, federal influence in the health care 
system, [Michael and Parsons], 1095* 
medical, prevention of rheumatic fever and 
rheumatic heart disease, 1122 
not an impossible dream (integrating osteo- 
pathic principle and technique into teach- 
ing of total medicine), 216-E 
osteopathic, [Mills], 487-OE 
osteopathic, a training program on structur- 
al abnormalities of foot and ankle, [Buz- 
zell, Hoyt, Daly, and Fleming], 371* 
osteopathic, Office of Education educational 
supplement, 485-OE 
osteopathic, x-ray evaluation of the hindfoot 
and talar tilt, [Buzzell, Hoyt, English, 
Fowler, and Campbell], 376* 
prevention and early detection of thrombo- 
embolic disease, 1152 
problems in establishing a general medical 
practice as indicators for medical curricu- 
lum development, [Townsend and Kelso], 
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ELECTRICITY 
electric current causes more accidental deaths, 
250 (Sept.)-R 
ELECTROCARDIOGRAPHY 
See Heart, electrocardiography 
ELECTROLYTES 
in vivo measurement of the short circuit po- 
tential in the small intestine, [Mannino], 
1040-Res 
practical aspects of water and electrolyte 
imbalances in elective surgery, [Ellias], 
888: Discussions, [Ackley], 893, [Smith], 
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EMBOLISM 
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See also Accidents; Resuscitation; Wounds 
and Injuries; ete. 


1281/174 
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[Brimfield], 748, [Small], 749, [Spagnuo- 
lo], 750 
ENTERITIS 
See Intestines, diseases 
ENZYMES 
an evaluation of screening tests for erythro- 
cyte enzyme deficiencies in a general hos- 
pital laboratory, [Fox and Menkes], 255* 
assay of enzymes in cerebrospinal fluid and 
serum as related to neurologic disorders, 
{Hallaq], 464* 
ERYTHROBLASTOSIS, FETALIS 
new hope for babies of Rh negative moth- 
ers, (Rh immunoglobulin), [Lin-Fu], 219 
(Dec.) -R 
ERYTHROCYTES 
an evaluation of screening tests for erythro- 
cyte enzyme deficiencies in a general hos- 
pital laboratory, [Fox and Menkes], 255* 
ESOPHAGUS 
diagnosis and management of esophageal hi- 
atal hernia, [Bradway], 942*: Discussions, 
[Small], 949, [Phardel], 950 
ETHICS, MEDICAL 
economics and the practicing physician, [Zir- 
kle], 73 
EVELETH, TRUE B. 
True B. Eveleth, D.O., 1904-1969, 539-E 
EXAMINING BOARDS 
See Advisory Board for Osteopathic Special- 
ists under American Osteopathic Associa- 
tion; National Board of Examiners for Os- 
teopathic Physicians and Surgeons; State 
Boards; and under names of specialty 
boards 
EXPLOSIONS 
fatal fires and explosions in the home, 193 
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FALLOPIAN TUBES 
See Pneumohysterosalpingography 
FALLS 
fatal and nonfatal accidental falls, 235 
(Nov.)-R 
FAMILY 
injured children and their parents, [Johnson 
and Morse], 222 (Nov.)-R 
the American family—today and tomorrow, 
197 (Feb.)-R 
FARMING 
See Industry and Occupations 
FDA 
See Food and Drug Administration 
FEDERAL GOVERNMENT 
See U.S. Government 
FERTILITY 
pneumohysterosalpingography in a_ small 
community hospital, [Steinberg], 362* 
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See also Infants; Labor; Pregnancy; etc. 
meconium-stained amniotic fluid, [Slotnick], 
normal changes in the pediatric electrocardio- 
gram, [Lepor], 1204* 
FIBRIN 
effect of an inhibitor of fibrinolysis (AMCHA) 
upon the intravascular clearance of fibrin 
monomer in dogs, [Pratt and Celander], 
1049-Res 
FIBRINOLYTIC SYSTEM 
effect of an inhibitor of fibrinolysis (AMCHA) 
upon the intravascular clearance of fibrin 
monomer in dogs, [Pratt and Celander], 
1049-Res 
FIBROUS DYSPLASIA OF BONES 
multiple lytic bone lesions, [Ross], 338* 
FINCH, ROBERT H. 
a change of command (‘n HEW), 1194-E 
FIRES 
fatal fires and explosions in the home, 193 
(Feb.)-R 
FIRST INQUISITIONAL SURGICAL FORUM 
papers from Forum (sponsored by American 
College of Osteopathic Surgeons), 743; 866 
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an old voice—a new speech (Dr. Fishbein 
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FLUID 
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FOOD 
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effect of stress and restricted food intake on 
corticosteroid-induced ulcers, [Noel and 
Kilmore], 1051-Res 
some highlights from the nutrition confer- 
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toward a comprehensive food and nutrition 
program, [Finch], 218 (April)-R 
FOOD AND DRUG ADMINISTRATION 
customs and FDA [Heath], 836-R 
FOOT 
a training program on structural abnormali- 
ties of foot and ankle, [Buzzell, Hoyt, Daly, 
and Fleming], 371* 
relation of medical history and physical ex- 
amination to the diagnosis of foot disor- 
ders, [Buzzell, Hoyt, Boller, and Gryte], 
388* 
x-ray evaluation of the hindfoot and talar 
tilt, [Buzzell, Hoyt, English, Fowler, and 
Campbell], 376* 


G 


GALLBLADDER 
See also Biliary Tract 
IgA monoclonal gammopathy secondary to 
adenocarcinoma of the gallbladder, [Smi- 
ley], 281* 
infusion cholangiography, [Shamus], 653* 
GAMMA GLOBULIN 
IgA monoclonal gammopathy secondary to 
adenocarcinoma of the gallbladder, [Smi- 
ley], 281* 
GASTRITIS 
See Gastrointestinal System 
GASTROINTESTINAL SYSTEM 
hemorrhage, the clinical spectrum of ero- 
sive gastritis, [Cohen, Alo, and Babino- 
witz], 1231* 
GLUCAGON 
efficacy of therapy in heart failure, [Cong- 
don, Vixie, and Wright], 1114* 
GOLD 
effect of Thiotepa upon clearance of radio- 
active gold colloid by the reticuloendo- 
thelial system, [Pratt, Brown, Burrows, 
and Senty], 1024-Res 
GONORRHEA 
See Venereal Diseases 
GENERAL PRACTICE 
See Medicine, practice 
GROUP PRACTICE 
See Medicine, practice 
G6PD DEFICIENCY 
an evaluation of screening tests for erythro- 
cyte enzyme deficiencies in a general hospi- 
tal laboratory, [Fox and Menkes], 255* 
GYNECOLOGY 
American Osteopathic Board of Obstetrics 
and Gynecology, 682 
pneumohysterosalpingography in a_ small 
community hospital, [Steinberg], 362* 
the use of a bladder irrigant (nitrofurazone) 
for the postoperative gynecologic patient, 
[Slotnick], 556* 


H 


HANDICAPPED 
See also Physical Medicine and Rehabilitation 
a “good business” (hiring physically and 
mentally handicapped), 115-E 
HEADACHE 
cystic teratoma of the spinal cord, [Biggs, 
Quinlivan, and Raymond], 26* 


t 
j 
. 
<4 
XUM 


HEALTH 
See also Insurance, health; Public Health; 
ete. 
important (AOA) policy statement (on 
health care goals), 628-E 
improving professional accreditation: current 
trends (in child health professions), [Sel- 
den], 1255* 
motion in health and disease, 
173* 
periodic health inventories; how screening 
examinations contribute, [Hagen], 30* 
the 1970 National Health Forum (‘‘Meeting 
the Crisis in Health Care Services in Our 
Communities”), 734-E 
HEALTH EDUCATION 
periodic health inventories: how screening 
examinations contribute, [Hagen], 30* 
HEART 
See also Arrhythmia; Cardiovascular System: 
Coronary Diseases; etc. 
cardiac dynamics of dl-propranolol (Inderal), 
d-propranolol, and Practolol (AY 21011, 
ICI 50172): a preliminary study, [Victor, 
Alter, Terry, and Kilmore], 1045-Res 
diseases, a problem of the heart, 1086-E 
diseases, efficacy of glucagon therapy in heart 
failure, [Congdon, Vixie, and Wright], 
1114* 
diseases, prevention of rheumatic fever and 
rheumatic heart disease, 1122 
diseases, primary prevention of congenital 
heart disease, 1147 
diseases, primary prevention of pulmonary 
heart disease (cor pulmonale), 1139 
diseases. report of Inter-society Commission 
for Heart Disease Resources, [Wright], 
1118* 
diseases, the coronary care unit: a diagnostic 
and therapeutic evaluation, [Uberti], 143* 
diseases, vectorcardiography in some com- 
mon cardiac disorders, [Vandervort and 
Perrin], 223* 
electrocardiography, a coronary care unit in 
a community hospital; review of develop- 
ment, organization, and 20 months’ experi- 
ence, [Staab, Zuckerman, and Seebass], 20* 
electrocardiography, cardiac injuries  pro- 
duced by contusive and/or compressive 
forces, [Crosby], 482* 
electrocardiography, normal changes in the 
pediatric electrocardiogram, [Lepor], 1204* 
electrocardiography, vectorecardiography in 
some common cardiac disorders, [Vander- 
vort and Perrin], 223* 
wounds and injuries, cardiac injuries pro- 
duced by contusive and/or compressive 
forces, [Crosby], 482* 
HEATHERINGTON, J. SCOTT 
a friend and leader (J. Scott Heatherington, 
seventy-second AOA President), 3-E 
HEMANGIOMA 
See Tumors, hemangioma 
HEMATURIA 
ureteral carcinoma, [Siefer], 807*: Discus- 
sions, [Costin], 810, [Gierke], 812, [Reib- 
stein], 814 
HEMOLYSIS 
rheomelanin accumulation in the blood and 
lungs, and hemolysis in rats poisoned by 
hyperbaric oxygen, [Houlihan], 1040-Res 
HERNIA 
diagnosis and ma t of esoph ] hia- 
tal hernia, [Bradway], 942*: Discussions, 
{Small], 949, [Phardel], 950 
traumatic diaphragmatic hernia: report of 
three cases with review of the literature, 
(Sufian], 356* 
HEW 
See Department of Health, Education, and 
Welfare 
HIATAL HERNIA 
See Hernia 
HINDFOOT 
See Foot 
HISTORY, MEDICAL 
See Case Records 
HORMONES 
a comparative study in endocrine colpocytol- 
ogy and preinduction scoring in term preg- 
nancy, [Wendelken], 271* 
HORN, W. S. 
our new President (W. S. Horn, seventy-third 
AOA President), 1083-E 


[Galewaler], 
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HOSPITALS 
a coronary care unit in a community hospi- 
tal: review of development, organization, 
and 20 months’ experience, [Staab, Zuck- 
erman, and Seebass], 20* 
basic journal list for small hospital libraries, 
[Moll], 189-R 
first steps in the management of multiple in- 
juries, [Quinlivan], 744*: Discussions, 
[Brimfield], 748, [Small], 749, [Spagnuo- 
lo], 750 
the coronary care unit: a diagnostic and 
therapeutic evaluation, [Uberti], 143* 
laboratories: See Laboratories 
medical, internships and residencies 
President’s memorandum), 432-E 
medical, the song of the Lorelei (AMA-ap- 
proved internships for D.O.’s and special- 
ty certification for ex-D.O.’s), 317-E 
osteopathic, accredited by the Board of Trus- 
tees of the American Osteopathic Associa- 
tion, 507-OE 
osteopathic, approved for intern and residen- 
cy training, 507-OE 
osteopathic, American Osteopathic Associa- 
tion intern registration program, [McKil- 
lop], 505-OE 
pediatrician—primari'y or 
volved, [Jarrett], 232* 
pneumohystercsalpingography in a 
community hospital, [Steinberg], 362* 
recent trends in hospitalization and disabil- 
ity from mental disorders, 208 (Feb.)-R 
records, the structural examination, [Ho], 
123* 
smallpox vaccination campaign for Rhode Is- 
land hospital personnel, [Schaffner], 77-R 
HYPERBARIC OXYGENATION 
rheomelanin accumulation in the blood and 
lungs, and hemolysis in rats poisoned by 
hyperbaric oxygen, [Houlihan], 1040-Res 
HYPERNEPHROMA 
See Tumors, hypernephroma 
HYPERTENSION 
See Blood Pressure, high 
HYPOGLYCEMIA 
See Blood, sugar 
HYSTERECTOMY 
See Uterus, cancer 


(AOA 


secondari'y  in- 


small 


IMMUNIZATION 
state laws on compulsory immunization in 
the United States: a review, [Jackson], 
399-R 
IMMUNOGLOBULIN 
See Rh Factor 
INCISIONS 
wound healing and the case for sutureless 
closure of cutaneous incisions, [Tuinstra], 
954*: Discussions, [Ackley], 962, [Benien], 
962, [Snider], 963 
INCOME TAX 
economies and the practicing physician (the 
Tax Reform Act of 1969), [Zirkle], 1258 
INCONTINENCE 
See Urinary Tract 
INDERAL 
See Propranolol 
INDUSTRY AND OCCUPATIONS 
a “good business” (hiring physically and 
mentally handicapped), 115-E 
farm accidents: a continuing problem, 242 
(Sept.)-R 
occupational outlook in the U.S., 250 (May)- 
R 


INFANTS 

See also Children; Pediatrics; under names of 
diseases; etc. 

contact lens therapy; preliminary report of 
cases, [Brady], 165* 

mortality, international 
(Jun)-R 

new hope for babies of Rh negative mothers, 
(Rh immunoglobulin), [Lin-Fu], 218-R 

newborn, mermaid baby (sirenomelia); re- 
port of cases, [Pheterson], 52* 

newborn, resuscitation, [Danon], 455* 


comparisons, 187 


normal changes in the pediatric electrocar- 
diogram, [Lepor], 1204* 
premature, ‘he Wilson-Mikity syndrome (case 
with retrolental fibroplasia), [Furman], 
66* 
INFARCTION 
See Lungs, diseases 
INFECTIONS 
See also Streptococci; Viruses; etc. 
studies of antimicrobial action of acetyl- 
salicylic acid, [Jones], 1020-Res 
INSULINOMA 
See Tumors, insulinoma 
INSURANCE 
health, an old voice—a new speech (Dr. 
Morris Fishbein speaks on _ osteopathic 
medicine and on health insurance), 319-E 
health, the keynote address, 1969 AOA con- 
vention, [Rockefeller], 327* 
health, the 1970 National Health Forum 
(“Meeting the Crisis in Health Care Ser- 
vices in Our Communities’’), 734-E 
liability, a matter of dollars and sense (na- 
tional conference on medical malpractice 
sponsored by AOA in cooperation with the 
Department of Health, Education, and 
Welfare), 627-E 
liability, the malpractice maelstrom, 733-E 
liability, the professional liability insurance 
crisis (the insurance companies), 1193-E 
liability, the professional liability problem 
(the lawyer), 1084-E 
liabi‘ity. the professional 
(the physician), 993-E 
liability, the professional liability 
(the name is the thing), 856-E 
INTERNAL MEDICINE 
American Osteopathic Board of 
Medicine, 676 
INTERNS 
See Hospitals 
INTER-SOCIETY COMMISSION FOR HEART 
DISEASE RESOURCES 
report of commission, [Wright], 1118* 
INTESTINES 
See also Colon, surgery; Proctology; ete. 
bowel preparation for cancer surgery: bene- 
ficial or detrimental? [Lombardo], 917*: 
Discussions, [Elliott], 922, [Edwards], 924, 
[Wisely], 925 
diseases, regional enteritis (Crohn's disease) : 
report of a case in a 18-year-old girl, [Cit- 
rin], 573* 
diseases, regional enteritis, superior mesen- 
teric vein thrombosis, common iliac throm- 
boembolism: possible association with oral 
contraceptives, [Berjian], 46* 
in vivo measurement of the short circuit po- 
tential in the small intestine, [Mannino], 
1040-Res 
INVESTMENTS 
economics and the practicing physician, (in- 
vesting today), [Zirkle], 603* 
economics and the practicing physician (real 
estate syndication), [Zirkle], 667* 


liability problem 


problem 


Internal 


J 


JOURNAL OF THE AMERICAN 
PATHIC ASSOCIATION 

a long and valued service (Katherine Becker 
retires as associate editor), 321-E 


OSTEO- 


with this issue. . 
JOURNALS 
basic journa! list for small hospital libraries, 
[Moll], 189-R 


. , [Becker], 431-E 


K 
KIDNEYS 


See also Urinary Tract 
subtotal nephrectomy for hypernephroma with 
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a hypoplasia of contralateral kidney, 


[Brown], 1110* 


L 


LABOR 
See also Obstetrics; Pregnancy; etc. 
a comparative study in endocrine colpocytol- 
ogy and preinduction scoring in term preg- 
nancy, [Wendelken], 271* 


complications, shoulder dystocia, [Lynn], 
1235* 

meconium-stained amniotic fluid, [Slotnick], 
55* 

LABORATORIES 


an evaluation of screening tests for erythro- 
cyte enzyme deficiencies in a general hos- 
pital laboratory, [Fox and Menkes], 255* 
LAWS 
See Legal and Legislative; Public Health 
LAWYERS 
the professional liability problem (the law- 
yer), 1084-E 
LEGAL AND LEGISLATIVE 
customs and FDA, [Heath], 836-R 
economics and the practicing physician (Con- 
gress and professional corporations), [Zir- 
kle], 395* 
state laws on compulsory immunization in the 
United States; a review, [Jackson], 399-R 
LEGS 
thermography in the evaluation of occlusive 
vascular disease, [Williams], 168* 
LEUKEMIA 
preleukemia: a model for investigation into 
the etiology and treatment of leukemia, 
{[Martin], 1104* 
LEUKODYSTROPHY 
See Cerebral Sclerosis, Diffuse 
LIABILITY, PROFESSIONAL 
See Insurance, liability 
LIBRARIES 
basic journal list for small hospital libraries, 
[Moll], 189-R 
LICENSURE 
See also State Boards 
federal influence in the health care system, 
[Michael and Parsons], 1095* 
improving professional accreditation: cur- 
rent trends (in child health professions), 
[Selden], 1255* 
LIDOCAINE 
spinal anesthesia—lidocaine and 
[Crispell], 578* 
LIFE 
duration, longevity dips in 1968, 238 (Nov.)- 
R 


dextrose, 


duration, Presidents and their survival, 216 
(Jan.)-R 
duration, trends in survival after midlife, 245 
(Sept.)-R 
LIVER 
See also Biliary Tract 
surgical treatment of massive hemangioma; 
report of 2 cases, [Murphy], 656* 
LIONS INTERNATIONAL 
the number 1 Lion is a D.O. (Robert D. Mc- 
Cullough), 1195-E 


LSD 
primary prevention of congenital heart dis- 
ease, 1147 
LUNGS 
See also Pneumonia; Respiratory System; 
ete 


allergic aspergillosis; of a_ case, 
[Beck], 450* 

diseases, primary prevention of pulmonary 
heart disease (cor pulmonale), 1139 

diseases, project in the study of chronic ob- 
structive jung disease, [Hoag], 1031-Res 

diseases, proposed cooperative study on oste- 
opathic management of chronic obstructive 
lung disease, [Kappler], 1037-Res 

effect of thoracic mobilization on the distribu- 
tion of “I MAA in the lungs, [Murphy], 


report 


1034-Res 

pulmonary function and surgery, [Todd], 
866*: Discussions, [Swenson], 872, [Far- 
row], 873 
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reappraisal of pulmonary embolic-infarctive 
pathology (roentgen studies and scanning), 
[Shtasel], 561* 

rheomelanin accumulation in the blood and 
lungs, and hemolysis in rats poisoned by 
hyperbaric oxygen, [Houlihan], 1040-Res 

LYMPHATIC SYSTEM 

diagnosis with contrast media, 
936*: Discussions, [Small], 939, 
939, [Nelson], 941, [Farrow], 941 

motion, the lymphatics, and manipulation, 
[Galewaler], 247* 


[Timmons], 
[Fetzer], 


M 


MAA 
See Serum Albumin 
MALPRACTICE 
a matter of dollars and sense (national con- 
ference on medical malpractice sponsored 
by AOA in cooperation with the Depart- 
ment of Health, Education, and Welfare), 
627-E 
the malpractice maelstrom, 733-E 
the professional liability insurance crisis (the 
insurance companies), 1193-E 
the professional liability problem (the law- 
yer), 1084-E 
the professional liability problem (the physi- 
cian), 993-E 
the professional liability problem (the name 
is the thing), 856-E 
MAMMOGRAPHY 
statistical review and presentation of a clas- 
sification, [Bascone], 637* 
MANIPULATION 
See Technique, Osteopathic 
MARCHESANI’S SYNDROME 
({King], 262* 
MASKS 
as a psychotherapeutic modality: a hypothe- 
sis, [Brigham], 549* 
McCULLOUGH, ROBERT D. 
the number 1 Lion is a D.O. (Robert D. Mc- 
Cullough), 1195-E 
MECONIUM 
meconium-stained amniotic fluid, 
55* 
MEDICAL ASSISTANCE 
federal influence in the health care system, 
[Michael and Parsons], 1095* 
the control of medicine, 857-E 
MEDICAL RECORDS 
See Case Records; Hospitals, records; etc. 
MEDICAL SERVICE 
See also Insurance, health; Medicine; Osteo- 
pathic Medicine; Public Health; etc. 
doctor, you’re losing your patient, 736-E 
federal influence in the health care system, 
[Michael and Parsons], 1095* 
presidential acceptance address, [Heathering- 
ton], 13* 
promoting child health through comprehen- 
sive care, [Close], 187 (Jul.)-R 
the keynote address, 1969 AOA convention, 
[Rockefeller], 327* 
the medical image and the spoilers, 995-E 
the missing representative, 736-E 
MEDICAL WRITING 
See Writing 
MEDICINE 
See also Legal and Legislative; Medical Ser- 
vice; Osteopathic Medicine; Physicians; 
ete. 
clinical, planning clinical research programs, 
[Kelso], 1025-Res 
control of, 857-E 
internal: See Internal Medicine 
practice, are you sure? [Elliott], 780*: Dis- 
cussions, [Koogler], 786, [Small], 787, 
[McAnally], 788, [Phardel], 790 
practice, economics and the practicing physi- 
cian (group practice), [Zirkle], 832; 967* 
practice, group practice; interpersonal dy- 


{Slotnick], 


namics, [Zirkle], 1053* 
practice, problems in establishing a general 
medical practice as indicators for medical 


curriculum development, [Townsend and 
Kelso], 478* 
practice, the one-man professional corpora- 
tion, [Zirkle], 1166* 
proof positive (‘‘scientific medicine’), 541-E 
the medical image and the spoilers, 995-E 
MEMBERSHIP, AOA 
applications for, 258 (Sept.), 259 (Oct.), 251 
(Nov.), 236 (Dec.), 228 (Jan.), 2138 
(Feb.), 232 (Mar.), 240 (Apr.), 262 
(May), 198 (Jun.), 206 (Aug.) 
new addresses, 255 (Sept.), 251 (Oct.), 241 
(Nov.), 228 (Dec.), 223 (Jan.), 222 
(Mar.), 283 (Apr.), 259 (May), 194 
(Jun.), 202 (Jul.), 196 (Aug.) 
MENETRIER’S DISEASE 
See Stomach, diseases 
MENTAL DEFICIENCY 
a “good business” (hiring physically and 
mentally handicapped), 115-E 
MENTAL DISEASES 
See also Mental Deficiency; Psychiatry; etc. 
recent trends in hospitalization and disability 
from mental disorders, 208 (Feb.)-R 
MERCENENE 
an investigation of the anticarcinogenic prop- 
erties of mercenene: Part II [Fishtein and 
Sheridan], 1042-Res 
MERMAID BABY 
See Abnormalities 
MICHIGAN ASSOCIATIONS OF OSTEO- 
PATHIC PHYSICIANS AND SURGEONS, 
INC. 
an evaluation of a physician’s view of con- 
tinuing education programs, [Kabara], 
441* 
MONITORING SYSTEMS 
physiologic monitoring of the surgical pa- 
tient, [Fetzer], 907*: Discussions, [Brad- 
way], 912, [Farrow], 914 
MONONUCLEOSIS, INFECTIOUS 
with thrombocytopenic purpura; report of a 
ease, [Cohen and Harper], 63* 


MORTALITY 
See Vital Statistics; under names of diseases; 
etc. 
MOTION 
motion in health and disease,| [Galewaler], 
173* 
motion, the lymphatics, and manipulation, 


[Galewaler], 247* 
MOTOR VEHICLES / 
See also Automobiles ‘ 
fatal accidents, 201 (Feb.)-R 
MUSCLES 
continued studies on the axonal transport of 
nerve proteins to muscle, [Korr and Appel- 
tauer], 1028-Res 
the piriformis muscle, [TePoorten], 150* 
MUSCULOSKELETAL SYSTEM 
not an impossible dream (integrating osteo- 
pathic principles and technique into teach- 
ing of total medicine), 216-E 
the structural examination, [Ho], 123* 
MYOCARDIUM 
See Heart 


N 


NATIONAL BOARD OF EXAMINERS FOR 
OSTEOPATHIC PHYSICIANS AND SUR- 


GEONS 
examinations, 241 (Sept.), 234 (Oct.), 221 
(Nov.), 216 (Dec.), 216 (Jan.), 179 
(Feb.), 196 (Mar.), 217 (Apr.), 234 


(May), 185 (Jun.), 187 (Jul.), 189 (Aug.) 
NATIONAL HEALTH FORUM 
the 1970 National Health Forum (‘‘Meeting 
the Crisis in Health Care Services in Our 
Communities”), 734-E 
NEGROES 
sickle cell disease associated with beta thal- 
assemia; report of case, [Uslick], 583* 
NERVOUS SYSTEM 
See also Brain; Neurons; etc. 
autonomic: See Nervous System, sympathetic 
diseases, assay of enzymes in cerebrospinal 
fluid and serum as related to neurologic 


an 
| 
| 
| 
| 
it 
4 
Wik 
4 
(ake 
= 
“ 
‘ 
3 3 


disorders, [Hallaq], 464* 
sympathetic, canine ureteral responses to au- 
tonomic receptor stimulation, [Bentley and 
Ballard], 1046-Res 
NEUROFIBROMATOSIS 
multiple lytic bone lesions, [Ross], 338* 
NEUROLOGY 
See also Brain; 
etc. 
American Osteopathic Board of Neurology 
and Psychiatry, 678 
requirements for certification in neurological 


Nervous System; Neurons; 


surgery, (American Osteopathic Board of 
Surgery), 703 
NEURONS 


continued studies on the axonal transport of 
nerve proteins to muscle, [Korr and Appel- 
tauer], 1028-Res 
NEW ADDRESSES 
See Membership, AOA 
NITROFURAZONE 
the use of a bladder irrigant (nitrofurazone) 
for the postoperative gynecologic patient, 
[Slotnick], 556* 
NURSES AND NURSING 
the case of the reluctant nurses, 859-E 
NUTRITION 
See also Deficiency Diseases; Obesity; ete. 
some highlights from the nutrition confer- 
ence, [Simms], 239 (May)-R 
the plus and the minus, 434-E 
toward a comprehensive food and nutrition 
program, [Finch], 218 (April)-R 


OBESITY 
the plus and the minus, 434-E 
treatment with Voranil (SU-10568), a new 
non-amphetamine anorexigenic agent, [Ro- 
dos], 161* 
OBSTETRICS 
See also Labor; Pregnancy: etc. 
American Osteopathic Board of Obstetrics 
and Gynecology, 682 
prevention and early detection of thrombo- 
embolic disease, 1152 
OCCLUSIVE VASCULAR DISEASE 
See Vascular Diseases 
OPHTHALMOLOGY 
American Osteopathic Board of Ophthal- 
mology and Otorhinolaryngology, 686 
ORTHOPEDICS 
See also Bones; Spine; etc. 
requirements for certification in orthopedic 
surgery (American Osteopathic Board of 
Surgery), 704 
OSTEOPATHIC MEDICINE 
See also American Osteopathic Association; 
Physicians, osteopathic; Technique, Osteo- 
pathic; ete. 
an old voice—a new speech (Dr. Morris 
Fishbein speaks on osteopathic medicine 
and on health insurance), 319-E 
Louisa Burns Memorial Lecture, [Cole], 1005 
Andrew Taylor Still memorial lecture, [Ri- 
land], 331* 
new osteopathic textbook, 215-E 
not an impossible dream (integrating osteo- 
pathic principle and technique into teach- 
ing of total medicine), 216-E 
proof positive (“scientific medicine’), 541-E 
the missing representative, 736-E 
the structural examination, [Ho], 123* 
OTORHINOLARY NGOLOGY 
American Osteopathic Board of Ophthal- 
mology and Otorhinolaryngology, 686 
OXYGEN 
See Hyperbaric Oxygenation 


PANCREAS 
surgical considerations in pancreatic hypo- 
glycemia, [Stewart], 876*: Discussions, 
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[Timmons], 881, [Gierke], 882, [Edwards], 
884, [Lombardo], 886 
PANCREATITIS 
chronic relapsing pancreatitis, [Miller], 1216* 
PARENTS 
injured children and their parents, [Johnson 
and Morse], 222 (Nov)-R 
PATHOLOGY 
See also under names of diseases and organs 
American Osteopathic Board of Pathology, 
688 
PEDIATRICS 
See also Children; Infants; ete. 
American Osteopathic Board of Pediatrics, 
692 
congenital anomalies of the urinary tract in 
pediatrics: a review of two cases, [Roch- 
en], 1242* 
pediatrician—primarily or 
volved, [Jarrett], 232* 
review of management of salicylate intoxica- 
tion in children, [Pelino], 1249* 
PELVIS 
See Pneumohysterosalpingography 
PEPTIC ULCERS 
effect of stress and restricted food intake on 
corticosteroid-induced ulcers, [Noel and Kil- 
more], 1051-Res 
PERIODICALS 
See JOURNAL OF THE AMERICAN OSTEOPATHIC 
ASSOCIATION; Journals 
PERIPHERAL VASCULAR DISEASE 
See Cardiovascular System, diseases 
PESTICIDES 
a twilight for 
sey], 1170-R 
PHYSICAL EXAMINATIONS 
periodic health inventories; how screening 
examinations contribute, [Hagen], 30* 
prevention and early detection of peripheral 
vascular disease, 1163 
relation of medical history and _ physical 
examination to the diagnosis of foot dis- 
orders, [Buzzell, Hoyt, Boller, and Gryte], 
388* 
the structural examination, [Ho], 123* 
PHYSICAL MEDICINE AND REHABILITA- 
TION 
American Osteopathic Board of Physical 
Medicine and Rehabilitation, 694 
Harrison Treatment and Rehabilitation Cen- 


secondarily in- 


persistent pesticides, [Ram- 


ter, 486-OE 
PHYSICIANS 
See also Medical Service; Osteopathic Med- 
icine; ete. 
an evaluation of a physician’s view of con- 
tinuing education programs, [Kabara], 
441* 
are you sure? [Elliott], 780*: Discussions, 
[Koogler], 786, [Small], 787, [McAnally], 


788, [Phardel], 790 
economics and the practicing physician, [Zir- 
kle}], 1053* 
relation to patients, 
your patient, 736-E 
relation to patients, economics and the prac- 
ticing physician, [Zirkle], 7 
relation to patients, pediatrician—primarily 
or secondarily involved, [Jarrett], 232* 
relation to patients, presidential acceptance 
address, [Heatherington], 13* 
relation to patients, the enemy is us, 4-E 
relation to patients, the malpractice mael- 
strom, 733-E 
relation to patients, the professional) liability 
problem; the physician, 993-E 
the missing representative, 736-E 
PNEUMOHYSTEROSALPINGOGRAPHY 
in a small community hospital, [Steinberg], 
362* 
PNEUMONIA 
therapy, motion, the lymphatics, and manip- 
ulation, [Galewaler], 247* 
POISONS AND POISONING 
See Salicylates; under names of poisons; etc. 
POPULATION 
gains in the United States and Canada, 183 
(Feb.)-R 
regional growth, 220 
PORTAL VEIN 
See Veins, portal 
PRACTOLOL 
cardiac dynamics of dl-propranolol (Inderal), 


doctor, you're losing 


(March) -R 


d-propranolol, and Practolol (AY 21011, 
ICI 50172): a preliminary study, [ Victor, 
Alter, Terry, and Kilmore], 1045-Res 
PREGNANCY 
See also Fetus; Labor; Obstetrics; etc. 
management of the pregnant woman with di- 
abetes, [Freilich], 1221* 
meconium-stained amniotic fluid, [Slotnick], 
55* 
PRELEUKEMIA 
preleukemia: a model for investigation into 
the etiology and treatment of leukemia, 
[Martin], 1104* 
PRESIDENTIAL ACCEPTANCE ADDRESS 
[Heatherington], 13* 
PRESIDENTS, U.S. 
and their survival, 216 (Jan)-R 
PRISONS AND PRISONERS 
the use and results of diagnostic and thera- 
peutic bronchoscopies in a prison popula- 
tion, [Baker], 646* 
PROCTOLOGY 
American Osteopathic Board of Proctology, 
696 
PROPRANOLOL 
eardiac dynamics of dl-propranolol (Inderal), 
d-propranolol, and Practolol (AY 21011, 
ICI 50172): a preliminary study, [ Victor, 
Alter, Terry, and Kilmore], 1045-Res 
PROSTATE 
cancer, radiation and isotopic therapy, [ Lut- 
terbeck], 15* 
PROTEIN 
continued studies on the axonal transport of 
nerve proteins to muscle, [Korr and Appel- 
tauer], 1028-Res 
PSYCHIATRY 
See also Mental Diseases; Psychotherapy; etc. 
American Osteopathic Board of Neurology 
and Psychiatry, 678 


PSYCHOLOGY 
economics and the practicing physician, [Zir- 
kle], 1053* 
PSYCHOTHERAPY 
masks as a psychotherapeutic modality; a 


hypothesis, [Brigham], 549* 
PUBLIC HEALTH 
See also Health: Medical Service; ete. 
education, prevention of rheumatic fever and 
rheumatic heart disease, 1122 
some highlights from the nutrition confer- 
ence, [Simms], 239 (May)-R 
state laws on compulsory immunization in 
the United States; a review, [Jackson], 
399-R 
the control of medicine, 857-E 
toward a comprehensive food and nutrition 
program [Finch], 218 (April)-R 
PUBLIC RELATIONS 
economics and_ the 
[Zirkle], 73* 
the medical image and the spoilers, 995-E 
PURPURA, THROMBOCYTOPENIC 
with infectious mononucleosis; report of case 
[Cohen and Harper], 63* 


practicing physician, 


R 


RADIOACTIVITY 
effect of Thiotepa upon clearance of radio- 
active gold colloid by the reticuloendothelial 
system, [Pratt, Brown, Burrows, and Sen- 
ty], 1024-Res 
RADIOISOTOPES 
effect of thoracic mobilization on the distri- 
bution of I MAA in the lungs, [Murphy], 
1034-Res 
radiation and isotopic therapy for prostatic 
eancer, [| Lutterbeck], 15° 
reappraisal of pulmonary embolic-infarctive 
pathology (roentgen studies and scanning), 
[Shtasel], 561* 
RADIOLOGY 
See also Radioisotopes; Roentgen Rays; etc. 
American Osteopathic Board of Radiology, 


698 
RADIOTHERAPY 
preoperative irradiation, [Nelson], 768*: 


Discussions, [Benien], 771, [Swenson], 772 
radiation and isotopic therapy for prostatic 


eancer, [Lutterbeck], 15* 
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REAL ESTATE 
economics and the practicing physician (real 
estate syndication), [Zirkle], 667* 
REGIONAL ENTERITIS 
See Intestines, diseases 
REHA®RILITATION 
See Physical Medicine and Rehabilitation 
RESEARCH 
federal influence in the health care system, 
[Michael and Parsons], 1095* 
planning clinical research programs, [Kelso], 
1025-Res 
RESEARCH, OSTEOPATHIC 
Louisa Burns Memorial Lecture, [Cole], 1005 
planning clinical research programs, [Kelso], 
1025-Res 
Current research: papers and abstracts from 
the 1970 Research Conference, [Thomas 
and Kline], 1003. Entries for this section, 
listed alphabetically by author, follow: 
Alter, J., Victor, M., and Kilmore, M. A.: 
Further studies on the hemodynamics of 
tension on an abdominal incision, 1050 
Bentley, P. E., and Ballard, S.: Canine ure- 
teral responses to autonomic receptor stim- 
ulation, 1046 
Brown, Tom Celander, E., and Celander, D. 
R.: A proposed mechanism for osteopathic 
manipulative therapy effects on blood pres- 
sure, 1035 
Bunce, Donald F. M.: Morphviogy of human 
umbilical cord vessels, 1018 
Cole, W. V.: Louisa Burns Memorial Lecture, 
1005 
Considine, R., and Da Silva, N.: Correlation 
of the etiology and clinical findings of up- 
per respiratory disease, 1023 
Devan, J. P., Newcomb, M. D., and New- 
comb, H. R.: Electron microscope studies 
of the effect of tolnaftate on Trichophyton 
schoenleinii, 1019 
Eatough, P. S., Eshleman, J. E., and Pantle, 
P. J.: Studies of effect of osteopathic ma- 
nipulative therapy upon blood flow, using 
electrical impedance plethysmography (ti- 
tle only), 1037 
Fishtein. M. B., and Sheridan, J. F.: An in- 
vestigation of the anticarcinogenic proper- 
ties of mercenene: Part II, 1042 
Hoag, J. M.: Project in the study of chronic 
obstructive lung disease, 1031 
Houlihan, R. T.: Rheomelanin accumulation 
in the blood and lungs, and hemolysis in 
rats poisoned by hyperbaric oxygen, 1040 
Jarial, M. S.: Observations of the ultrastruc- 
ture of the choroid plexus of the Mongolian 
gerbil Meriones unguiculatus, 1018 
Jones, Daniel L.: Studies of antimicrobial ac- 
tion of acetylsalicylate, 1020 
Kappler, R. E.: A proposed cooperative study 
on osteopathic management of chronic ob- 
structive lung disease, 1037 
Kelso, A. F.: Planning clinical research pro- 
grams, 1025 
Korr, I. M., and Appeltauer, G. S. L.: Con- 
tinued studies on the axonal transport of 
nerve proteins to muscle, 1028 
Larson, N. J., Kelso, A. F., Kappler, R. E., 
and Marjan, G. F.: The Chicago Osteopath- 
ic Center clinical research program on 
spinal somatic tissue examination and di- 
agnostic procedures and relationship to dis- 
eases including the effect of manipulative 
procedures in the treatment of such con- 
ditions, 1052 
Mannino, J. R.: The in vivo measurement of 
the short circuit potential in the small in- 
testine, 1040 
Mitchell, F.: Roentgenographic measurement 
of sacroiliac respiratory movement, 1033 
Murphy, Alma J.: Effect of thoracic mobil- 
ization on the distribution of “'I MAA in 
the lungs, 1034 
Noel, W. K., and Kilmore, M. A.: Effect of 
stress and restricted food intake on corti- 
costeroid-induced ulcers, 1051 
Prabhu, V. G.: Effect of chronic treatment 
with therapeutically useful antibiotics on 
the response of certain pharmacologic 
agents in the rat, 1022 
Pratt, H. W., Brown, T. W., Burrows, E., 
and Senty, R.: Effect of Thiotepa upon 
clearance of radioactive gold colloid by the 
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reticuloendothelial system, 1024 
Pratt, H. W., and Celander, D. R.: Effect of 
an inhibitor of fibrinolysis upon the intra- 
vascular clearance of fibrin monomer in 
dogs, 1049 
Pruzzo, N. A.: Lateral lumbar spine double- 
exposure technique and associated princi- 
ples, 1036 
Valentinuzzi, M., Kelso, A. F., Townsend, A. 
A., and Phiffer, J. R.: Analog computer 
model of tracer passage through the liver 
circulation (title only), 1052 
Victor, M., Alter, J., Terry, W. H., and Kil- 
more, M. A.: Cardial dynamics of dl-pro- 
pranolol (Inderal), d-propranolol, and 
Practolol (AY 21-011, ICI 50172): A pre- 
liminary study, 1045 
RESPIRATION 
roentgenographic measurement of sacroiliac 
respiratory movement. [Mitchell], 1033-Res 
RESPIRATORY SYSTEM 
See also Bronchitis; Lungs; ete. 
diseases, correlation of the etiology and clin- 
ical findings of upper respiratory disease, 
{Considine and Da Silva], 1023-Res 
diseases, the use and results of diagnostic and 
therapeutic bronchoscopies in a_ prison 
population, [Baker], 646* 
diseases, trends in disability, 232 (April)-R 
physiologic monitoring of the surgical pa- 
tient, [Fetzer], 907*: Discussions, [Brad- 
way], 912, [Farrow], 914 
pulmonary function and 
866*: Discussions, 
row], 873 
RESUSCITATION 
of the newborn, [Danon], 455* 
RETICULOENDOTHELIAL SYSTEM 
effect of Thiotepa upon clearance of radioac- 
tive gold colloid by the reticuloendothelial 
system, [Pratt, Brown, Burrows, and Sen- 
ty], 1024-Res 
RETIREMENT 
economics and the practicing physician (cor- 
porate retirement plans), [Zirkle], 287* 
RETROLENTAL FIBROPLASIA 
the Wilson-Mikity syndrome (case with retro- 
lental fibroplasia), [Furman], 66* 
RH FACTOR 
new hope for babies of Rh negative mothers 
(Rh immunoglobulin), {Lin-Fu], 218 
(Dec) -R 
RHEOMELANIN 
rheomelanin accumulation in the blood and 
lungs, and hemolysis in rats poisoned by 
hyperbaric oxygen, [Houlihan], 1040-Res 
RHEUMATIC FEVER. 
prevention of rheumatic fever and rheumatic 
heart disease, 1122 
RICHARDSON, ELLIOT L. 
a change of command (in HEW), 1194-E 
RILAND, KENNETH 
the Rockefeller and Riland addresses, 213-E 
ROCKEFELLER, NELSON 
the Rockefeller and Riland addresses, 213-E 
ROENTGEN RAYS 
See Arteries; Biliary Tract; Veins; etc. 
diagnosis and management of esophageal 
hiatal hernia, [Bradway], 942*: Discus- 
sions, [Small], 949, [Phardel], 950 
diagnosis, reappraisal of pulmonary embolic- 
infarctive pathology (roentgen studies and 
scanning), [Shtasel], 561* 
diagnosis, relation of medical history and 
physical examination to the diagnosis of 
foot disorders, [Buzzell, Hoyt, Boller, and 
Gryte], 388* 
diagnosis, x-ray evaluation of the hindfoot 
and talar tilt, [Buzzell, Hoyt, English, 
Fowler, and Campbell], 376* 
portal radiography in cobalt 
[Faerber], 239* 
technique, lateral lumbar spine double-ex- 
posure technique and associated principles, 
[Pruzzo], 1036-Res 
technique, roentgenographic measurement of 
sacroiliac respiratory movement, [Mitchell], 
1033-Res 
RUBELLA 
preliminary prevention of congenital heart 
disease, 1147 
questions and answers, 235 (Oct)-R 
stop rubella, 114-E 


surgery, [Tedd], 
[Swenson], 872, [Far- 


teletherapy, 


SACROILIAC JOINT 


roentgenographic measurement of sacroiliac 
respiratory movement, [Mitchell], 1033-Res 


SALICYLATES 


See also Acid, acetylsalicylic 
review of management of salicylate intoxi- 
cation in children, [Pelino], 1249* 
sodium bicarbonate therapy for salicylate 
poisoning, [Godfrey], 346* 
SARCOIDOSIS 
in a child: report of case, [Wimmer], 37* 


SCHAUTA-AMREICH OPERATION 


See Uterus, cancer 


SCHOLARSHIPS 

osteopathic, osteopathic education, [Mills], 
487-OE 

SCIENCE 


proof positive (‘‘scientific medicine’), 541-E 
SELF-RATING DEPRESSION SCALE 
use of the self-rating depression scale (or 


Zung index) after traumatic injuries, 
[Crosby], 269* 
SERUM 


See Blood 
SERUM ALBUMIN 
effect of thoracic mobilization on the distribu- 
tion of ™I MAA in the lungs, [Murphy], 
1034-Res 
SHOCK 
diagnosis and treatment of shock, [Swenson], 
826*: Discussion, [Brimfield], 830 
SHOULDER DYSTOCIA 
See Dystocia 
SICKLE CELLS 
See Anemia, sickle cell 
SIRENOMELIA 
See Abnormalities 
SKIN 
See also American Osteopathic Board of Der- 
matology; under names of skin diseases; 
etc. 
diseases, a unitarian concept of the non- 
infectious vesicular diseases, [Tlowite], 265* 
diseases, multiple lytic bone lesions, [Ross], 
338* 
SMALLPOX 
vaccination campaign for Rhode Island hos- 
pital personnel, [Schaffner], 77-R 
SMOKING 
See Tobacco 
SODIUM BICARBONATE 
therapy for saticylate poisoning, [Godfrey], 
346* 
SPECIALTIES 
See also under names of specialty boards and 
specialties 
Advisory Board for Osteopathic Specialists, 
[Arends], 671 
AOA Boards of Certification, 672 
medical internships and _ residencies 
President’s memorandum), 432-E 
the song of the Lorelei (AMA-approved in- 
ternships for D.O.’s and specialty certifica- 
tion for ex-D.0.’s), 317-E 
SPINE 
roentgenography, lateral lumbar spine dou- 
ble-exposure technique and associated prin- 
ciples, [Pruzzo], 1036-Res 
SPINAL CORD 
cystic teratoma, [Biggs, Quinlivan, and Ray- 
mond], 26* 
STATE BOARDS 
examinations, 237 
(Nov.), 212 (Dee.), 206 (Jan.), 179 
(Feb.), 187 (Mar.), 212 (Apr.), 227 
(May), 183 (Jun.), 183 (Jul.), 189 (Aug.) 
re-registration of osteopathic licenses, 241 
(Sept.), 231 (Oct.), 219 (Nov.), 216 
(Dec.), 216 (Jan.), 179 (Feb.), 192 
(Mar.), 216 (Apr.), 230 (May), 184 
(Jun.), 184 (Jul.), 189 (Aug.) 
STILL, ANDREW TAYLOR 
memorial lecture, [Riland], 331* 
STOMACH 
See also Gastrointestinal System 
diseases, clinical spectrum of erosive gastritis, 
{Cohen, Alo, and Babinowitz], 1231* 
diseases, Menetrier’s disease: review of the 
literature and report of case, [Gothbaum], 
472* 
ulcers; See Peptic Ulcers 
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STREPTOCOCCI 
infections, prevention of rheumatic fever and 
rheumatic heart disease, 1122 
STRESS 
effect of stress and restricted food intake on 
corticosteroid-induced ulcers, [Noel and 
Kilmore], 1051-Res 
STRESS INCONTINENCE 
See Urinary Tract 
SU-10568 
See Voranil 
SURGERY 
See also American College of Osteopathic 
Surgeons; under names of organs, dis- 
eases; etc. 
American Osteopathic Board of Surgery, 700 
anesthesiologist’s role in the management of 
the high-risk patient, [Tomajan], 816*: 
Discussions, [Bradway], 821, [Edwards], 
822, [Spagnuolo], 824 
are you sure? [Elliott], 780*: Discussions, 
[Koogler], 786, [Small], 787, [McAnally], 
788, [Phardel], 790 
complications, prevention and early detection 
of thromboembolic disease, 1152 
diagnosis and treatment of shock, [Swenson], 
826*: Discussion, [Brimfield], 830 
papers from First Inquisitional Surgical Fo- 
rum (sponsored by American College of 
Osteopathic Surgeons), 743; 866 
physiologic monitoring of the surgical pa- 
tient, [Fetzer], 907*: Discussions, [Brad- 
way], 912, [Farrow], 914 
practical aspects of water and electrolyte im- 
balances in elective surgery, [Ellias], 888*: 
Discussions, [Ackley], 893, [Smith], 895, 
[Willard], 896 
preoperative care, bowel preparation for can- 
cer surgery: beneficial or detrimental? 
[Lombardo], 917*: Discussions, [Elliott], 
922, [Edwards], 924, [Wisely], 925 
preoperative care, preoperative irradiation, 
[Nelson], 768*: Discussions, [Benien], 771 
[Swenson], 772 
pulmonary function and 
866*: Discussions, 
row], 873 
surgical considerations in pancreatic hypo- 
glycemia, [Stewart], 876*: Discussions, 
[Timmons], 881, [Gierke], 882, [Edwards], 
884, [Lombardo], 886 
wound healing and the case for sutureless 
closure of cutaneous incisions, [Tuinstra], 
954*: Discussions, [Ackley], 962, [Benien], 
962, [Snider], 963 
SYPHILIS 
See Venereal Diseases 


surgery, [Todd], 
[Swenson], 872, [Far- 


TALAR TILT 
See Ankle; Foot 
TECHNIQUE, OSTEOPATHIC 
See also Lesion, Osteopathic; 
Medicine; ete. 
effect of thoracic mobilization on the distribu- 
tion of ™'I MAA in the lvigs, [Murphy], 
1034-Res 
motion, the lymphatics, 
[Galewaler], 247* 
not an impossible dream (integrating osteo- 
pathic principle and technique into teach- 
ing of total medicine), 216-E 
project in the study of chronic obstructive 
lung disease, [Hoag], 1031-Res 
proposed cooperative study on osteopathic 
management of chronic obstructive lung 
disease, [Kappler], 1037-Res 
proposed mechanism for osteopathic manipu- 
lative therapy effects on blood pressure, 
[Brown, Celander, and Celander], 1035-Res 
the piriformis muscle, [TePoorten], 150* 
TELETHERAPY 
See Cobalt Isotopes 
TERATOMA 
See Tumors, teratoma 
TERMINOLOGY 
the professional liability problem 


Osteopathic 


and manipulation, 


(the name 


Journal AOA/vol. 69, August 1970 


is the thing), 856-E 
TEXTBOOKS 
See also Book Reviews; Books Received 
new osteopathic textbook, 215-E 
THALASSEMIA 
sickle cell disease associated with beta 
thalassemia: report of case, [Uslick], 583* 
THALIDOMIDE 
primary prevention of congenital heart dis- 
ease, 1147 
THERAPEUTICS 
See Medicine; Osteopathic Medicine; Tech- 
nique, Osteopathic; under names of drugs 
and diseases; etc. 
THERMOGRAPHY 
in the evaluation of occlusive vascular dis- 
ease, [Williams], 168* 
THIOTEPA 
effect of Thiotepa upon clearance of radioac- 
tive gold colloid by the reticuloendothelial 
system, [Pratt, Brown, Burrows, and Sen- 
ty], 1024-Res 
THORACIC MOBILIZATION 
See Technique, osteopathic 
THORAX 
See also Heart; Lungs; ete. 
cardiac injuries produced by contusive and/or 
compressive forces, [Crosby], 482* 
requirements for certification in thoracic 
surgery (American Osteopathic Board of 
Surgery), 705 
THROAT 
diseases, prevention of rheumatic fever and 
rheumatic heart disease, 1122 
THROMBOEMBOLISM 
prevention and early detection of thrombo- 
embolic disease, 1152 
regional enteritis, superior mesenteric vein 
thrombosis, common iliac thromboembo- 
lism: possible association with oral contra- 
ceptives, [Berjian], 46* 
THROMBOSIS 
regional enteritis, superior mesenteric vein 
thrombosis, common iliac thromboembol- 
ism: possible association with oral con- 
traceptives, [Berjian], 46* 
TOBACCO 
primary prevention of pulmonary heart dis- 
ease (cor pulmonale), 1139 
the use and results of diagnostic and thera- 
peutic bronchoscopies in a prison popula- 
tion, [Baker], 646* 
TOLNAFTATE 
electron microscopic studies of the effect of 
tolnaftate on Trichophyton  schoenleinii, 
[Devan, Newcomb, and Newcomb], 1019- 
Res 
TREPONEMA 
role of acquired immunity to T. pallidum in 
the control of syphilis, [Jekel], 197 
(March) -R 
TRICHOPHYTON SCHOENLEINII 
electron microscopic studies of the effect of 
tolnaftate on Trichophyton  schoenleinii, 
[Devan, Newcomb, and Newcomb], 1019- 
Res 
TUMORS 
See also Cancer; and under names of tumors 
and of various organs and regions 
hemangioma, surgical treatment of massive 
hemangioma of the liver: report of 2 cases, 
{Murphy], 656* 
hypernephroma, subtotal nephrectomy for 
hypernephroma with a hypoplasia of con- 
tralateral kidney, [Brown], 1110* 
insulinoma, surgical considerations in pan- 
creatic hypoglycemia, [Stewart], 876*: 
Discussions, [Timmons], 881, [Gierke], 882, 
[Edwards], 884, [Lombardo], 886 
teratoma, cystic teratoma of the spinal cord, 
(Biggs, Quinlivan, and Raymond], 26* 


U 


UMBILICAL CORD 
mermaid baby (sirenomelia): report of case, 
[Pheterson], 52* 
morphology of human umbilical cord vessels, 
[Bunce], 1018-Res 
URETERS 


canine ureteral responses to autonomic recep- 
tor stimulation, [Bentley and Ballard], 
1046-Res 
carcinoma, [Siefer], 807*: Discussions, [Cos- 
tin], 810, [Gierke], 812, [Reibstein], 814 
URINARY TRACT 
See also Bladder; Hematuria; Urology; etc. 
congenital anomalies of the urinary tract in 
pediatrics: review of two cases, [Rochen], 
1242* 
stress incontinence in women, [Reibstein], 
794*: Discussions, [Costin], 803, [Rounce], 
804, [Seifer], 805 
use of a bladder irrigant (nitrofurazone) 
for the postoperative gynecologic patient, 
[Slotnick], 556* 
UROLOGY 
See also Bladder; Urinary Tract: ete. 
requirements for certification in urological 
surgery (American Osteopathic Board of 
Surgery), 705 
U.S. CUSTOMS 
customs and FDA, [Heath], 836-R 
U.S. GOVERNMENT 
federal influence in the health care system, 
[Michael and Parsons], 1095* 
UTERUS 
See also Labor: Pregnancy; etc. 
cancer, indications for Schauta-Amreich op- 
eration, [Costin], 761*: Discussions, 
{Rounce], 765, [Spagnuolo], 766 


VACCINATION 
See Smallpox 
VAGINA 
comparative study in endocrine colpocytology 
and preinduction scoring in term preg- 
nancy, |Wendelken], 271* 
surgery, stress incontinence in women, [ Reib- 
stein], 794*: Discussions, [Costin], 803, 
[Rounce], 804, [Seifer], 805 
VASCULAR DISEASES 
thermography in the evaluation of occlusive 
vascular disease, [Williams], 168* 
VECTORCARDIOGRAPHY 
See Heart, electrocardiography 
VEINS 
diagnosis with contrast media in the arterial, 
venous, and lymphatie systems, [Timmons], 
936*: Discussions, [Small], 939, [Fetzer], 
939, [Nelson], 941, [Farrow], 941 
portal, radiography in cobalt teletherapy, 
[Faerber], 239* 
VENEREAL DISEASES 
patterns of morbidity in recent years, 217 
(Jan.)-R 
role of acquired immunity to T. pallidum in 
the control of syphilis, [Jekel], 197 
(March) -R 
VIRUSES 
correlation of the etiology and clinical find- 
ings of upper respiratory disease, [Consi- 
dine and Da Silva], 1023-Res 
preleukemia: a model for investigation into 
the etiology and treatment of leukemia, 
[Martin], 1104* 
VITAL STATISTICS 
cancer survival among men in recent years, 
180 (Feb.)-R 
cancer survival among 
years, 244 (May)-R 
chronic and acute diseases, 191 (Jun.)-R 
death rate, accidental death toll continues 
high in 1969, 253 (May)-R 
death rate, accidental deaths 
among women, 222 (Jan.)-R 
death rate, chances of dying from important 
causes, 217 (Dec.)-R 
death rate, fatal motor vehicle accidents, 201 
(Feb.)-R 
death rate, infant mortality—-international 
comparisons, 187 (Jun.)-R 


women recent 


increasing 
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death rate, mortality from cardiovascular 
diseases in midlife, 188 (Feb.)-R 

death rate, patterns of extra mortality for 
the common impairments, 226 (April)-R 

population gains in the United States and 
Canada, 183 (Feb.)-R 

regional population growth, 220 (March)-R 

the American family—today and tomorrow, 
197 (Feb.)-R 

VORANIL 

treatment of obesity with Voranil (SU- 
10568), a new non-amphetamine anorexi- 
genic agent, [Rodos], 161* 


W 


WATER 
practical aspects of water and electrolyte im- 
balances in elective surgery, | Ellias], 888*: 
Discussions, [Ackley], 893, [Smith], 895, 
[Willard], 896 
WILSON-MIKITY SYNDROME 
case with retrolental fibroplasia, 
66* 
WOMEN 
accidental deaths increasing, 222 (Jan.)-R 


[Furman], 
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cancer survival in recent years, 244 (May)-R 
WORK 
See Industry and Occupations 
WOUNDS AND INJURIES 
See also Surgery 
first steps in the management of multiple 
injuries, [Quinlivan], 744*: Discussions, 
[Brimfield], 748, [Small], 749*, [Spag- 
nuolo], 750* 
use of the self-rating depression scale or 
Zung index) after traumatic injuries, 
{Crosby], 269* 
WRITING 
awards, 393, 525, 601, 665, 844, 965, 1079, 
1093, 1202 


See Radioisotope Scanning 
XANTHOMA 


xanthoma diabeticorum: eruptive zanthoma 


and diabetes mellitus, [Horowitz, Altman, 
and Mopper], 1225* 
X-RAYS 
See American Osteopathic Board of Radi- 
ology; Roentgen Rays; etc. 


YOU SHOULD KNOW 


2, 112, 212, 316, 430, 538, 626, 732, 855, 992, 
1082, 1191 


Z 


ZUNG INDEX 
See Self-Rating Depression Scale 
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